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III. An QbferVation of the Eclipfe of the Moon, hy 
Arthur Dobs 1 , Efft at Caftle-Dobbs near 
Carrickfergus in Ireland,Feb. the 2^,1728-9$ 
communicated hy Oliver St. John, Efq$F.(%.S. 

Caftle-Dobbs-, ?tb*the %th, 172 £-9. 

Dear S I R $ 

HAving had a fine Obfervation of the Eclipfe of 
the Moon which happened laft Sunday Evening, 
I have fent you it to communicate to the Royal Society, 
to afcertain our Longitude here, and in other Places 
where it was obferved. 

The Obfervation was made by a nine Foot Glafs. 
Having adjufted a monthly Pendulum Clock by a Me- 
ridian Line on the 30th oijan. and further corre&ed 
by the Meridian, Feb. the 6th 1718-9. 

Hours apparent Time. 

h ' " 
p»m.6*x7- o - - Penumbra obferved. 

%p * go • - - Moon's Limb immerged. 

5 Eaftern Limit of Palus 
33 o - - ^ Mareotis immerged. 
3 5* ~ ?o <» «- Mons Climan. immerged, 
4x - 40 - - Mons Porphyrites immerged. 
jo - o - - Infula Melis immerged. 
$% - 40 * - Mons iEtna immerged. 
54 - 20 - - Inf. Sardinia immerged. 
$6 - 20 - - Inf. Rhodes immerged. 
58 * o - . Inf. Corfica immerged. 
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Hours apparent Time. 

h < " 

^Mons Sinai's, Eaftern Limit 
p. m. 7 - 0-30 — < : y 

* ' * £ 1m merged. 

2 - o - - Mons Sinai totally im merged. 
, S Inf. Besbicus, Eaftern Lim it 

^ £ immerged. 

11 - 50 - - Mons Herminius immerged. 
13 • 50 - - Promontory Archeroulia im. 

<s MareCafpium,EafternLimit 

immerged. 
, Palus Mxotis, Eaftern Limit 
T 2 immerged. 

*7 - 30 • - PalusMaeotis, totally immerg. 
30 - i£ - - Moon totally immerged. 
8-0 - S Moon's EaftefnLimbemer- 
9 "3 2 ged near Mons Acabe. 

13 ; - o - - Palus Mareotis emerged. 
ij - o - - Mons Climan. emerged. 
2,3 -, 30 - - Mons Porphy rites emerged. 
2,9 - 10 - - Mons Sinai emerged. 
33-30 — Mons ./Etna emerged. 
49 - o • - - Inf. Besbicus emerged. 

10 - 1 - o - 5 MareCaf P lum > Eafter nLimit 

2 emerged. 
5 - o . • .. Palus Masotis emerged. 

10 - o - - 5 A Penumbra obferved, the 

2 Moon's Limb emerging. 

11 - o - • TheLimb evidently emerged. 

From the Beginning to the End of the Eclipfe 3 h 44' 
Totally Eclipfed . . i^ 3 g/ 15 n 
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